AMENDMENT NO. 4 JUNE 2018 
TO 
IS 15558 : 2005 MINI DOMESTIC WATER HEATER 
FOR USE WITH LPG — SPECIFICATION 


[Page 3, clause 11, line 4 (see also Amendment No. 1)| — Substitute ‘80°C 
Max’ for ‘95°C’. 


[Page 5, clause B-1.1 and B-1.2 (see also Amendment Nos. 1 and 2)| — 
Delete. 


(Page 5, Annex B) — Substitute ‘B-1 PROCEDURE BY WEIGHT 
METHOD’ for ‘B.2; ALTERNATE METHOD (PROCEDURE BY 
WEIGHT)’. 

(Page 5, Annex B) — Renumber ‘B-2.1’ as ‘B-1.1’ and delete lines 1 and 2. 

(Page 5, Annex B) — Renumber ‘B-2.2’ as ‘B-1.2’. 


[Page 5, clause B-1.2, line 9 (see also Amendment No. 2)] — Substitute 
‘20 + 2°C’ for 40 + 2°C’. 


(Page 5, clause B-2.1, line 10) — Renumber ‘Fig. 1’ for ‘Fig. 2’. 
[Page 6, Annex B (see also Amendment No. 1)|— Delete Fig. 1. 


[Page 7, Annex B (see also Amendment No. 1)| — Renumber ‘Fig. 1’ for 
‘Fig. 2’. 


(Page 8, Annex B) — Renumber ‘B-2’ for ‘B-3’. 
(Page 8, Annex C, line 9) — Renumber ‘Fig. 2’ for ‘Fig. 3’. 


(Page 9, Annex C, line 10) — Renumber ‘Fig. 2’ for ‘Fig. 3’. 


(MED 23) 
Publication Unit, BIS, New Delhi, India 


